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SUBJECT: REQUEST FOR OC ENGINEER 

REF: A. STATE 109805, B. BA 3678, C. STATE 097588, D. BA 3237 

1. THIS POST IS IN RECEIPT OF 2 EACH 90 WATT BASE STATIONS WITH 
ACCESSORIES. AN ATTEMPT WILL BE MADE TO INSTALL THESE UNITS WITH 
LOCAL PERSONNEL, HOWEVER, IT IS REQUESTED THAT AN OC ENGINEER OR 
A MAINTENANCE TECHNICIAN BE PLACED ON TEMPORARY DUTY AT BA FOR 
THE PURPOSE OF CHECKING INSTALLATION. 

2. FOLLOWING THE INSPECTION OF THE BASE STATION OC REPRESENTATIVE 
COULD MEET THE REQUIREMENTS AS ESTABLISHED IN REFERENCE D. 
MONTLLOR 
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